


























































Copyright, 1888, by ESTEY ORGAN COMPANY, Brattleboro, Vt. 


fl feu; Important points! 

The “Estey” is the Standard by which salesmen seek to sell their (inferior) 
organs. “Just as good as the Estey” is heard on every hand, but—Why? 
because the Estey is 44 the best”!! Unconsciously every use of that 
argument is a compliment to and a recognition of the proud position 
occupied alone by the Estey Organ. 

The great reputation enjoyed by the Estey Organ is very largely due to their 
“TONE.” This has always been a distinguishing feature, but wonderful 
strides have been made during the last ten years. A breadth and depth 
of tone, without sacrificing the sweetness of former years, testifies to the 
loyalty of the Estey Organ Company to their motto, “Always at the head.” 
But however perfect and captivating may be the Tone, if there be wanting the 
element of durability, it goes for little or nothing. 

PERFECTION OF MATERIAL is absolutely necessary to the 
durability and satisfactory working of an organ. It has come to be noted 
among dealers in the various commodities that go to make up an organ, 
that “Estey will have the best.” People of whom we buy say “We don't 
see why this, and this, won't answer your purpose. None of your com¬ 
petitors would think of rejecting it, and they will certainly take it all.” So 
we select the best for our own use and let them dispose of the balance to 
others. 

PERFECTION IN DETAILS is a prominent feature of the Estey Organ. 
Constant and unremitting care is exercised by skilled inspectors, experts 
in their different branches. “Trifles lead to perfection, and perfection is 
no trifle,” is a trite saying of the old master, but as true at the close of the 
nineteenth century as at the beginning of the sixteenth. 

Much might be said of the Cases , elegant, tasteful, substantial, well built* 
unique; of the Reeds, made of silver-brass of secret mixture found only in 
the Estey Organ; of the Bellows , with best paneled stock, Bessemer steel 
springs, the best coated rubber cloth, and constructed on approved mathe¬ 
matical principles; of the Stop Action , perfect in its working, with its 
metallic parts all coated with copper to prevent rust and soiling. We 
might speak of the superior quality of felts, leather and carpets; of the 
special attention which has been paid to making our organs easy of access 
in every part, in short, pages might be filled with items, interesting and 
truthful, connected with the manufacture of Estey Organs, but proofs of 
this kind are not needed in order to establish the fact that the Estey Organ 
leads the World! 
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ESTEY 


COTTAGE ORGAN. 



Height, 5 ft. 6 in.; Length, 4 ft. 2 in.; Depth, i ft. 7# in.; Weight (boxed), 325 lbs. 

Style 5. Our “ Cottage ” style contains in an inexpensive, but very neat and handsome case, two full 
sets of reeds, and is well adapted to the requirements of a large class of purchasers. We 
regard this as by far the most attractive organ in appearance that we have yet produced in this grade. 
It will grace any cottage, and is sure to grow continually in the esteem of its owner. 

It contains one Two and one-half Octave Set of Diapason Reeds , and one Two and one-half Octave 
Set of Melodia Reeds , making a complete set of Five Octaves of eight feet reeds, specially adapted for 
singing by one person, or for sweet home music. It also contains one Two and one-half Octave Set of 
Flute Reeds , and one Two and one-half Octave Set of Viola Reeds ) making one complete set of four feet 
reeds, so-called, which adds much power and brilliancy to the organ. Eight Stops: 


Diapason , Flute , Melodia , Viola, Dulciana y Dolce , /. Forte , II. Forte . 



ESTEY 


CHAPEL ORGAN. 



Style 140 (front). Style 140 (back). 

Height, 4 ft. 3 in.; Length, 4 ft. 7 in.; Depth, 2 ft.; Wright (boxed), 320lbs. 

The Chapel Organ, illustrated above, is the lowest priced organ in our Chapel system. We have 
made the price exceptionally low in order to place the instrument within the reach of the humblest 
church or other organization. More extended descriptions of the different styles are given below. We 
have decided to use the Vox Jubilante Reeds in all the organs of this style, but can substitute the Bril¬ 
liant Flute Reeds at the same price whenever so ordered. 

Style 140. Two and one-half Octaves of Diapason Reeds; Two and one-half Octaves of Vox Jubi - 
lante Reeds; 1 wo and one-half Octaves of A/elodia Reeds; Two and one-half Octaves of 
Viola Reeds, with Vox Humana, Grand Organ, &c., &c. Nine Stops: 

Diapason, Vox Jubilante, Melodia, Viola, Dulcia?ia, Dolce, Vox Humana , /. Forte, II. Forte. 

Style 143. Two ^ ve Octave Sets of Reeds (same as style 140), with the addition of a very pow¬ 
erful Manual Sub-Bass, and the Octave Coupler. Eleven Stops: 

Diapason, Vox jubilante, Melodia, Viola, Dulciana, Dolce, Sub-Bass, Harmonique, 

Vox Humana, I. Forte, II. Forte. 

Style 148. Two and one-half Octaves of Diapason Reeds; Two and one-half Octaves of Flute Reeds; 

Two and one-half Octaves of Vox Jubilante Reeds; Two and one-half Octaves of Melodia 
Reeds; iwo and one-half Octaves of Viola Reeds; with Sub-Bass, Harmonique Coupler, Vox Humana, 
Grand Organ, &c. Twelve Stops: 

Diapason, Flute, Vox Jubilante, Melodia, Viola, Dulciana, Dolce, Sub-Bass, 
Harmonique, Vox Humana, I. Forte, II Forte. 
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ESTEY 


PARLOR ORGAN. 


The Parlor Organ shown on the opposite page, is really a most desirable instrument and can but 
commend itself most effectively to every one. By a comparison of its dimensions with others it will readily 
be seen, that this organ is in no sense diminutive, and we assure the reader that the material and work¬ 
manship is first class. The case is not as expensive as some, but it is certainly very attractive and 
salable. 

Style 50. One Two and one-half Octave Set of Diapason Reeds ; one Two and one-half Octave Set 
of Vox Jubilante Reeds; one Two and one-half Octave Set of Melodia Reeds; one Two and 
one-half Octave Set of Viola Reeds; with Vox Humana , Grand Organ (Knee) Stop, Knee Swell, &c., 
&c. Nine Stops : 

Diapason, Vox Jubilante, Melodia, Viola, Dulciana, Dolce, Vox Humana, 

I. Forte, II. Forte. 

Style 52. Same as style 50, with addition of a Divided Coupler, Grand Organ, Vox Humana, &c., 
&c. Eleven Slops: 

Diapason, Vox Jubila?ite, Melodia, Viola, Dulciana, Dolce, Treble Coupler, 

Bass Coupler, Vox Humana, I. Forte, II. Forte. 

Style 53 . This Organ contains the same number of Reeds as style 50, with the addition of 
Harmonique Coupler, and one octave of heavy Manual Sub-Bass Reeds. Eleven Stops: 
Humana, Grand Organ, (Knee) and Knee Swell. Thirteen Stops: 

Diapason, Vox Jubilante, Melodia, Viola, Dulciana, Dolce, Sub-Bass, Harmonique, 

Vox Humana, I. Forte, II. Forte. 

Style 57. One Two and one-half Octave Set of Diapason Reeds, one Two and one-half Octave Set of 
Flute Reeds, one Two and one-half Octave Set of Vox Jubilante Reeds, one Two and one- 
half Octave Set of Violetta Reeds, one Two and one-half Octave Set of Melodia Reeds, one Two and 
one-half Octave Set of Viola Reeds, with Octave Couplers , Vox Humana, &c., &c. Thirteen Stops: 

Diapason, Flute, Vox Jubilante, Melodia , Viola, Violetta, Dolce, Dulciana, Sub-Bass, 
Treble Coupler, Bass Coupler, Vox Humana, I. Forte, II. Forte. 



ESTEY 

PARLOR ORGAN. 



Height, 6 ft. 2 in.; Length, 4 ft. 4^ in.; Depth, i ft. ii in.; Weight (boxed), 380 lbs. 

«^it is a source of satisfaction to the manufacturers of the Estey Organ that such 
a large number of the instruments made by them during the last forty years (upwards 
ol 185,000 !) are to-day rendering most excellent service. 
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ESTEY 


Philharmonic Chapel Organ. 


The Chapel Organ, illustrated on the seventh or opposite page, marks a new departure in organs 
for this purpose. 

THE CASE is modest in appearance but really elegant. It is made of solid Black Walnut, with 
plain, low top, ornamental open back, and very substantial. 

THE ACTION is especially adapted to develop the marvellous depth of tone not otherwise 
attainable. It is simple and effective, and not liable to get out of order. 

THE BELLOWS is constructed with exceptionally large capacity. 

THE TONE both in quality and power, is far in advance of anything heretofore produced. It 
possesses depth and richness combined with that sonorous quality so long looked for 
in Reed Organs. 

THE ORGAN itself, as a whole, is destined to become very popular, and we confidently expect a 
very large demand. 

Style 430. One Five Octave Set of Philharmonic Diapason Reeds, one Two and one-half Octave Set 
of Vox JubUante Reeds, one Two and one-half Octave Set of Viola Reeds , one Octave of 
Manual Sub-Bass Reeds , with the Vox Humana , Grand Organ and Harmonique Coupler , which 
doubles the power of the instrument. Eleven Stops: 

Diapason, Vox JubUante, Melodia, Viola, Dolce, Dulciana, Sub-Bass, Vox Humana, 

Harmonique Coupler, I. Forte, II. Forte . 

Style 432. One Five Octave Set of Philharmonic Diapason Reeds, one Two and one-half Octave Set 
of Flute Reeds, one Two and one-half Octave Set of Viola Reeds, one Two and one-half 
Octave Set of Clarionet Reeds , one Two and one-half Octave Set of Bourdon Reeds , one Octave of 
extremely powerful Manual Sub-Bass Reeds, the Harmonique Coupler, with the Vox Humana and 
Grand Organ (Knee) Stop. Thirteen Stops: 

Diapason, Flute, Clarionet, Bourdon, Melodia, Viola, Dolce , Dulciana, Sub-Bass, 

Vox Humana, Harmonique Coupler, I. Forte, II. Forte. 
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ESTEY 

Philharmonic Chapel Organ. 



Every Estey Organ is made with 
thoroughness throughout, and with 
especial reference to durability. 


We invite special attention to the 
description of the Philharmonic 
Organs on the sixth and fourteenth 
pages of this Catalogue. 


Height, 


7 


Style 430 (back). 

























































ESTEY 

Drawing Room Organ. 


For a medium grade of organ for the home, we confidently recommend the Drawing 
Room Style, to the cut of which, on the adjoining page, we invite examination. Of 
generous proportions and graceful in its contour, it is a most desirable instrument. We 
furnish a large variety of Actions, with their respective complement of Reeds, in this 
case, but can only enumerate below a few of the most popular styles. 

Style 15. One Two and one-half Octave Set of Diapason Reeds , one Two and one-half 
Octave Set of Vox Jubilante Reeds, one Two and one-half Octave Set 
of Melodia Reeds, one Two and one-half Octave Set of Viola Reeds, with Vox 
Humana. Nine Stops; 

Diapason ,, Vox Jubilante, Melodia, Viola, Dolce, Dulciana, Vox Humana, 

/. Forte, II. Forte. 

Six Octave Organ, this style, No 30. 

Style 17. Same as Style 15, with Octave Couplers. Eleven Stops. 

Six Octave Organ, this style, No. 32. 

Style 18. Same as Style 15, with Sub-Bass and Harmonique. Eleven Stops. 

Six Octave Organ, this style, No. 33. 

Style 28. One Two and one-half Octave Set of Diapason Reeds, one Two and one-half 
Octave Set of Flute Reeds, one Two and one-half Octave Set of Vox 
Jubilante Reeds, one Two and one-half Octave Set of Violetta Reeds, one Two and one- 
half Octave Set of Melodia Reeds, one Two and one-half Octave Set of Viola Reeds, 
one Octave of Manual Sub-Bass, with addition of Harmonique Coupler and Vox 
Humana. Thirteen Stops: 

Diapason , Flute, Violetta, Vox Jubilayite, Melodia , Viola , Dolce , Dulciana, 
Sub-Bass, Harmonique Coupler , Kaar Humana, /. Forte , II. Forte. 

Six Octave Organ, this style, No. 38. 


8 




ESTEY 

Drawing Room Organ. 



Height, 6 ft. 6 in.; Length, 4 ft. 4 in.; Depth, 1 ft. 11 in.; Weight (boxed), 390 lbs. 

JJfig^Beauty, Utility and Durability are the desiderata in Reed Organs. 

The Estey Organ is and has always been pre-eminent in each, and stands 
to-day without a successful rival. 




















ESTEY 

CHANCEL ORGAN. 

For many years the chief reliance of the country church was the AZ olian, Melo- 
deon or Seraphine—small in compass, limited in capacity, and unsatisfactory in 
many ways. 

These crude instruments were in time succeeded by the “Cottage Organ,” different 
in construction, more convenient, and with enlarged capacity. Hundreds, perhaps 
thousands, of these found their way into public places, and “served well their day and 
generation.” With the advent of the Moody and Sankey movement, however, and the 
well-nigh universal use of a Reed Organ as an accompaniment to singing in public 
meetings, whether religious, political, or purely social, came the demand for an organ 
of larger scope, so designed that the player could face the audience and not be hidden 
by the instrument. Through various evolutions, therefore, has come the Chancel 
Organ, which, for capacity, grace, and richness of design, and thorough mechanical 
construction, has, to our knowledge, no equal. 

Style 330. T wo full Five Octave Sets of Reeds with Vox Humana , Sub-Bass, Octave 
Coupler , &c , &c. Eleven Stops: 

Diapason, Vox Jubilante, Melodia, Viola, Dolce, Dulciana, Sub-Bass , Vox Humana, 

Harmonique Coupler , /. Forte , //. Forte. 

Style 331 Three full Five Octave Sets of Reeds with Vox Humana , Snb-Bass , Octave 
Coupler, Grand Organ, Knee Swell, &c., &c. Thirteen Stops: 

Diapason , Flute, Vox Jubilante, Violetta, Melodia , Viola, Dolce , Dulciana , Sub-Bass, 
Vox Humana, Harmonique Coupler , /. Forte, II. Forte . 

Style 334. Five Octaves of Diapason-Melodia Reeds , Five Octaves of Flute - f'W# 
Reeds ) Five Octaves of Clarionet-Bourdon Reeds , Two and one-half Octaves 
of IVald Flute Reeds , (brilliant), Two and one half Octaves of Corneitino Reeds, (beautiful 
effect), One Octave of extremely powerful Manual Sub-Bass Reeds , the Harmonique 
Coupler , with f'for Humana , &c., &c. Fifteen Stops: 

Diapason , Flute , Clarionet , Bourdon , Melodia , Viola, Wald Flute , Corneitino , Dolce , 
Dulciana , Sub-Bass, Vox Humana, Harmonique, I. Forte, II. Forte . 
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ESTEY 

CHANCEL ORGAN. 


U^^This Chancel Organ is a special 
production of the Estey Organ Company , 
and being protected by United States pat¬ 
ents, Nos 9,958 and 190,843, all parties, 
engaged in manufacturing or selling simi¬ 
lar organs are doing so in violation of 
these patents, and consequently are liable, 
under the law 


Style 330 (front). 

Height, 4 ft. 8 in.; Length, 4 ft. 7 in.; Depth, 2 it, 3 in.; 
Weight (boxed), 425 lbs. 


That the Estey Organ Company are 
pioneers in the line of Church, Chapel or 
Chancel Organs may be infewcd from the 
fact that upwards of nine thousand Organs 
of this ki?id alone have been manufactured 
by them up to this time. 













































ESTEY 

TRIUMPH ORGAN. 


In no line of cases has the Estey Organ Company achieved greater success than in 
the “High Backs,” so called. 

To the artistic eye the attempts of many manufacturers, in this line, are simply 
torturing. There seems to be a design to get together an incongruous mass of mold¬ 
ings, turnings, bits of thin lumber, &c„ &c., built one upon another, to secure height alone, 
with apparently never a thought of grace and beauty. 

It would, we think, well repay the intending purchaser to look well to the construc¬ 
tion of these articles, for in many instances they are “fearfully and wonderfully made.” 

On the contrary the “Estey” is, from the original design to the finished organ, in the 
hands of experienced artisans whose whole motive is to produce the Best. 

Style 155. One Two and one-half Octave Set of Diapason Reeds, one Two and one- 
half Octave Set of Vox Jubilante Reeds , one Two and one-half Octave Set 
of Melodia Reeds , one Two and one-half Octave Set of Viola Reeds, with Vox 
Humana . Nine Stops: 

Diapason, Vox Jubilante, Melodia, Viola, Dolce, Dulciana, Vox Humana, 

I. Forte , II. Forte. 

Six Octave Organ, this style, No. 170. 


Style 157. Same as Style 155, with Octave Couplers. Eleven Stops. 

Six Octave Organ, this style, No. 172. 

Style 158. Same as Style 155, with Sub-Bass and Harmonique. Eleven Stops . 

Six Octave Organ, this style, No. 173. 

Style 168. One Two and one-half Octave Set of Diapaso 7 i Reeds , one Two and one- 
half Octave Set of Flute Reeds , one Two and one-half Octave Set of Vox 
Jubilante Reeds , one Two and one-half Octave Set of Violetta Reeds , one Two and one- 
half Octave Set of Melodia Reeds , One Two and one-half Octave Set of Viola Reeds , 
one Octave of Manual Sub-Bass ,, with addition of Harmo?iique Coupler and Vox 
Humana. Thirteen Stops: 

Diapason, Flute, Violetta, Vox Jubilante, Melodia, Viola , Dolce, Dulciana, Sub-Bass, 
Harmonique Coupler, Vox Humana, I. Forte , II. Forte. 

Six Octave Organ, this style, No. 178. 





ESTEY 

TRIUMPH ORGAN. 


$Csr*We call attention to our warranty which is printed in full on the third page 
of the cover. It covers a period ol five years from the date of manufacture, but 
instances are by no means rare where, although the warranty had expired before, 
we have made good our terms. While five years is a long enough period to warrant 
goods, it by no means represents the life of an organ. Twenty-Five years at least, of 
constant use, is the experience on record with this Company. 


Height, 6 ft. 6 in.; Length, 4 It. 4 in.; Depth, 1 ft. 11 in.; Weight (boxed), 390 lbs. 
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ESTEY 

New Philharmonic Organ. 

The New Philharmonic Organs described below and illustrated on the opposite 
page, represent the highest attainments in the art of Reed Organ making. 

While many rivals are delegating all their experimental work to “ Artists in 
Crayon and Chalk, and standing still so far as anything but mere exterior adorn¬ 
ment of case is concerned, it has been the policy of this House to spare no expense 
in any or all of its experimental departments whereby their organs could be improved. 
In none has there been so large an expenditure as in developing the quantity and 
quality of tone, and the results as shown in the “New Philharmonic" are marvellous. 

Style 110. Two and one-half Octaves of Basset (16 ft.) Reeds, Two and one-half Octaves of Choral 
(8 ft.) Reeds, Two and one-half Octaves of Diapason (8 ft.) Reeds, Two and one-half 
Octaves of Flute (4 ft.) Reeds, Two and one-half Octaves of Bourdon (16 ft.) Reeds, Two and one-half 
Octaves of Melodia (8 ft.) Reeds, Two and one-half Octaves of Viola (4 ft.) Reeds, One Octave of very 
heavy Manual Sub-Bass Reeds, with Octave Couplers, Vox Humana, &c., &c. Seventeen Stops'. 

Treble: —Diapason, Basset, Choral, Flute d’ Amour, Dulciana. 

Bass: —Melodia, Bourdon, Viola, Viola-Dolce, Dolce, Sub-Bass. 

Meek.:— Octave Coupler, 1. Forte, 11. Forte, Vox Humana, Grand Organ (Knee), Grand Swell 
(Knee), Blow-Lever, &c., &c. 

Style 112. Two and one-half Octaves of Reeds each, of Basset (16 ft.), Diapason (8 ft.), Choral (8 ft.), 
Regal (8 ft.), Flute (4 ft.), Bourdon (16 ft.), Melodia (8 ft.), Viola (4 ft.), Corneltino (2 ft.), 
and Cornet Echo (2 ft.); One Octave ot very heavy Manual Sub-Bass Reeds, with Octave Couplers, Vox 
Humana , Hand Blow-Lever , &c., &c. Twenty-two Stops. 

Treble: —Diapason, Basset, Choral, Vox Jubilante, Regal, Dulciana, Flute, Flute d’ Amour. 

Bass: —Melodia, Bourdon, Cornettino, Cornet Echo, Harp ^Eolienne, Dolce, Viola, Viola-Dolce, 
Sub-Bass. 

Mech.: —Octave Couplers, i. Forte, u Forte, Vox Humana, Grand Organ (Knee), Grand Swell 
(Knee), Blow-Lever, &c., &c. 

HSF** Back of case finished nicely, and furnished with open-work panels to allow free exit of tone. 
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ESTEY 


New Philharmonic Organ. 



Height, 3 ft. 9 in.; Length, 5 ft. 5 in.; (With Blow-Lever, 6 ft. 3 in.,) Depth, 2 ft. 4 in.; Weight (boxed), 545 lbs. 

We invite attention to the description on the opposite page, ot our New Phil¬ 
harmonic Organs. 

In no period during the existence of the Reed Organ industry, has greater pro¬ 
gress been made than during the last three or four years, as evinced by the Style 
100, Philharmonic Organ, described in our 1887 Catalogue and more recently, by the 
New Philharmonic Organs, Style 110 and 112. 

For those who can enjoy the privilege of seeing and hearing, no commendatory' 
words are needed. But inasmuch as comparatively few who read these pages are so 
situated, we wish to say emphatically, that no other one-manual organ equals the New 
Philharmonic in power and carrying capacity. It surely marks an epoch in the Reed 
Organ industry. 









ESTEY 

GOTHIC ORGAN. 


Length, 4 ft. y/ z in.; Depth, 2 ft.; Height, 4 ft. 11% in.; Weight (boxed), 425 lbs. 

Style 604. Two Sets ot Reeds. Nine Stops: Diapason, Vox Jubilante, Melodia, 
Viola, Dulciana, Dolce, Vox Humana, I. Forte, II. Forte. 

Six Octave, this style, No. 654. 

Style 605. Adds Couplers to Style 604. Eleven Stops. 

Six Octave, this style, No. 655. 

Style 605 Adds Sub-Bass to Style 605. Eleven Stops. 

Six Octave, this style, No. 655^. 

Style 610. Three Full Five Octave Sets of Reeds, with Coupler and Sub-Bass. 

Thirteen Stops. 

Six Octave, this style. No. 660. 

Style 612. Four Full Five Octave Sets of Reeds, with Coupler and Sub-Bass. 

Sixteen Stops. 

Style 612 is not furnished in Six Octave Case. 
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ESTEY 

HARMONIC ORGAN. 



Length, 4 ft. 8 in. (with Blow-Lever attached, 5 ft. 9^ in.); Depth, 2 ft. 7 in.; Height, 4 ft. 3 in.; Weight (boxed), 555 lbs. 

Style 85. The tastes of churches, lodges or societies, of various names, are as diverse 
as their membership. With increasing prosperity and larger meeting 
places comes the demand for larger and better accompaniments and furnishings. 

The Harmonic Organ combines very large bellows capacity, with great variety of 
tone, and augmented power, in a rich, appropriate and very substantial case. 

As will be seen, this organ is furnished with blowing-lever, so that a second person 
can operate the bellows if desired. 

The capacious dimensions of the case admit of large space for Air Chambers, and 
thus secure a resonance rarely attained in organs of smaller proportions. 

The Harmonic Organ has one Five Octave Set of Diapaso 7 i Reeds, one Five Octave 
Set of Flute Reeds, one Three Octave Set of Clarionet Reeds, one Three Octave Set of 
Vox Jubilante Reeds, one Two Octave Set of Violetta Reeds , one Three Octave Set of 
Wald Flute Reeds, of great brilliancy, a very powerful Set of Mamcal Sub-Bass Reeds, 
the Vox Humana and the Harmo 7 iique Coupler . Fourteen Stops; 

Diapason , Melodia, Flute, Viola, Violetta, Vox Jubila 7 ite, Clario 7 iet, Wald Flute, 

Sub-Bass, Vox Humana, Harmonique Coupler, Melodia Forte, 

Wald Flute Forte, Flute Forte. 

























ESTEY 

Acclimatized Organ. 



Height, 3 ft. 3 in.; Length, 3 ft. 7 in.; Depth, i ft. 12 in.; Weight (boxed), 360 lbs. 


Style 200. The Acclimatized Organ is especially designed and constructed to endure hard usage 
and the severe climatic tests of tropical countries where the extremes of heat, moisture, the 
dry season, vermin, and many other unfavorable conditions must be met and provided for. 

Until the advent of the Estey Acclimatized Organ the introduction of a musical instrument into 
India and other similarly conditioned countries was extremely hazardous, and but very few were willing 
to take the risk. 

Each succeeding year, however, increases very materially the demand for these organs, and the 
hundreds already sold are bearing constant testimony to their perfect trustworthiness. 

No organ is constructed with more care even to the minutest detail than this. 

The interior is furnished with one Two and one-half Octave Set of Diapason Reeds y one Two and 
one-half Octave Set of Flute Reeds , one Two and one-half Octave Set of Vox Jubilante Reeds } one Two 
and one-half Octave Set of Violetta Reeds , one Two and one-half Octave Set of Melodia Reeds, one Two 
and one-half Octave Set of Viola Reeds, with Manual Sub-Bass, Harmonique Coupler and Vox Humana. 
Thirteen Stops: 

Melodia, Diapason, Viola, Flute, Violetta, Vox Jubilante, Dolce, Dulciana, Sub-Bass, 

Vox Humana, Harmonique Coupler, I. Forte, II Forte. 






















ESTEY 

CHURCH ORGAN. 



Length, 4 ft. 11 in. (with Side-Blower attached, 6 ft. 1 in.) ; Depth, 2 ft. 9 in. ; (with Pedals attached, 4 ft.); 

Height, 5 ft; Weight (boxed), 925 lbs. 

Style 89. When we state that about five hundred of our Two-Manual and Pedal 
16 stops . Organs have been sold the world over, and have given the best of 
satisfaction, it does not seem necessary that we should extol their virtues. 
We wish therefore to assure the reader, that the specification below presents a most 
desirable organ in a solid, substantial casing. 

Five Octaves of Flute Reeds , Five Octaves of Diapason Reeds , Two and one half 
Octaves of Principal Reeds , Two and one-half Octaves of Dulciana Reeds , Two and one- 
half Octaves of Clarionet Reeds , Two and one-half Octaves of Violetta Reeds , Two and 
one-half Octaves of Cremona Reeds , Two and one-half Octaves of Gamba Reeds , Two and 
one-half Octaves of Bourdon Reeds , Two and one-half Octaves of Delicante Reeds , the 
Vox Humana ,, Manual Coupler , and a full scale of Thirty Pedal Reeds. 

Every Organ is provided with Pedal Coupler , Grand Organ , Foot Swell , Knee Swell 
and Double Bellows , Supplemental Blow Lever , Organ Bench , &c. 
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ESTEY 

Grand Salon Organ. 


Since the advent of the Peerless Salon Organ, it has, so far as we know, stood 
without a rival in its own special sphere. It is an organ to make glad the heart of the 
artist, and one which, with its wealth of architectural beauty and adornment, will enrich 
the grandest Salon. 

There is a variety of tone character in this organ, which entitles it to the considera¬ 
tion of all who can appreciate the best , and from this class has come a flattering demand 
and appreciative encomiums. 

It is needless to speak of it in detail. Our reputation is, we think, a sufficient 
guarantee of its solid worth. Condensed description is appended. 

Style 900. 

18 STOPS. 

SPECIFICATIONS. 


SPEAKING STOPS. 


Sub-Bass, .... 


very deep and powerful. 

Gamba, .... 

. .(Bass), 8 ft. tone, mellow and soft. 

Clai onet, .... 

.(Treble), 16 “ 

strong and characteristic. 

Hautboy, . . . 

.(Treble), 8 “ 

strong and characteristic. 

Bourdon,. 

.(Treble), 16 “ 

full, round and rich. 

Flute,. 

.(Treble), 4 “ 

brilliant and characteristic 

Royal Jubilante, 

(Treble), 16 “ 

very fine solo stop. 

Violetta, .... 

. . .(Bass), 4 “ 

for accompaniment. 

Diapason, .... 

.(Treble), S “ 

round and pipe-like. 

Comettino, . . 

. . .(Bass), 2 “ 

soft, string tone. 

Melodia,. 

. .(Bass), 8 “ 

round and pipe-like. 

Comet Echo, 

. . .(Bass), 2 u 

very soft—echo effect. 

Dulciana, .... 

.(Treble), 8 “ 

mellow and soft. 

Harp ^Eolian, 

. . (Bass), 2 “ 

imitative, unique, charming 


ACCESSORIES. 

Grand Organ (Pedal),.draws full power of the organ. Harmonique,.nearly doubles the power and brillianc y 

I* Forte,.draws swells right hand. Knee Swell (Right),. . .opens swells from middle C up. 

II. Forte,.draws swells left hand. Knee Swell (Left), . . .opens swells from middle C down. 

Vox Humana. 


Style 910. Of same general design as Style 900, but with enlarged case to accom- 
23 stops. modate the additional Sets of very heavy Reeds running the entire length 
of the Key-board, and also the Two and one-half Octave Set of Wald 
Flute Reeds in the upper half; together they add a brilliancy and grandeur hitherto 
unattained in Reed Organs. 


ADDITIONAL SPECIFICATIONS. 

Barytone,.(Treble), 32 ft. tone, extraordinary power. Basset,.(Bass), 16 ft. tone, rich and pervading 

Sub-Bourdon,.(Treble), 32 “ rich solo stop. Bassoon,.(Bass), 16 “ very powerful. 

Wald Flute,.(Treble), 2 ft. tone, very brilliant. 

20 
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ESTEY 

Grand Salon Organ. 


Style 900. 

Height, 6 ft. 7 in.; Length, 4 ft. 7 in.; Depth, 2 ft. 1 % in.; Weight (boxed), 7&0 lbs. 

Style 910. 

Height, 6 ft. 7 in.; Length, 4 ft. 7 in.; Depth, 2 ft. 7 in.; Weight (boxed), 785 lbs. 

Forty years of active connection with organ manufacturing have yielded a 
valuable experience. 

This experience and knowledge of the possibilities in the art are available to 
the public through the medium of the Estey Organ. 

21 





















































ESTEY 

CATHEDRAL ORGAN. 


The Cathedral Organ, specifications of which may be found below, represents 
the acme of Reed Church Organ Building. 

Power, Expression and Delicacy of Touch are distinguishing features in this Organ. 
Many of the tone effects, peculiar to the Salon styles, are here introduced with 
augmented and intensified results. This, in common with all of the Estey Pedal 
Organs, is constructed on the latest and most approved system throughout. The 
position of key-board and pedals, the compass of the pedals (thirty notes), the accessory 
attachments,—in fact everything about the organ is adapted to the wants and the 
convenience of the player. 

Style 912. 


18 STOPS. 



SPECIFICATIONS. 



Bourdon,. 

Melodia,. 

Violetta,. 

Royal Jubilante,. 

GREAT MANUAL (5 Octaves, C Scale). 

. . . . 4 ft. Bass. Flute,. " . 

.16 ft. Treble. 

. 8 ft. Treble. 

. 4 ft. Treble. 

. 8 ft. Treble. 

Gamba,. 

Cornet Echo,. 

Comettino,. 

SWELL MANUAL (5 Octaves). 

Harp ^Eolian,.2 ft. 

Bass. 

.8 ft. Treble. 

.16 ft. Treble. 

.2 ft. Treble. 

Double Diapason Pedals, . 

PEDAL CLAVIER (2K Octaves). 



MECHANICAL. 

Vox Humana. Knee Swell. 

Manual Coupler. 


Grand Organ. 

PEDAL MOVEMENTS. 

Pedal Coupler. 

Pedal Forte. 

- 
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ESTEY 


CATHEDRAL ORGAN. 



Length, 5 ft. (with Blower, 6 ft. 2 in.); Depth, 2 ft. 9 in. (with Pedals, 4ft. 2 in.); Height, 5 feet; 

Weight (boxed), 805 lbs. 


The above organ can be had with a magnificent Pipe Top if desired, and attention 
is invited to the illustration of the same (Style 915) on the twenty- 4 burth page. 
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Price Current 


STYLE. 

CODE. 

PRICE. 

STYLE. 

CODE. 

PRICE. 

5 

Gaudiness,. 

*160 

170 

Gooseberry,. 

*260 

15 

Gentiles, . 

205 

172 

Gooseneck,. 

280 

17 

Gestures,. 

225 

173 

Goosequill,. 

300 

18 

Geyser,. 

245 

178 

Gordian,. 

340 

28 

Giantess,. 

275 

200 

Feature,. 

310 

30 

Gifted,. 

235 

330 

Flowery,. 

275 

32 

Gigantic, . 

255 

331 

Fluency,. 

315 

33 

Gimlet,. 

275 

334 

Fortress,. 

370 

38 

Giraffe, . 

315 

430 

Godsend, . 

245 

50 

Globular,. 

182 

432 

Godship,. 

290 

52 

Glorified,. 

202 

604 

Forefather,. 

250 

53 

Gracefully,. 

222 

605 

Frenzy,. 

270 

58 

Gloomy,. 

252 

605}4 

Frescoed,. 

290 

85 

Fallible,. 

475 

610 

Forefront,. 

320 

89 

Falsetto,. 

1,000 

612 

Freshet, . 

360 

110 

Grasping,. 

600 

654 

Foregoing. 

280 

112 

Grassplot,. 

700 

655 

Fretful,. 

300 

140 

Glaciers,. 

190 

655*4 

Fretwork,.. . ; 

320 

143 

Gladiator,. 

230 

660 

Forehanded,. 

360 

148 

Gladsome,. 

250 

900 

Footsteps, . 

650 

155 

Glycerine,. 

230 

910 

Friar,. 

800 

157 

Glucose,. 

250 

912 

Glandular,. 

1,350 

158 

168 

Goddess,. 

Goodness,. 

270 

300 

915 

Glaringly,. 

1,500 


OFFICE OF THE 

ESTEY ORGAN COMPANY, 

BRATTLEBORO, VT. 

* 

Manufacturer's Certificate and Warranty, 

This Organ No. _ is hereby warranted for the term of Five Years 

from the date of its manufacture; and should the instrument, with -proper care 
and use, prove defective in Material or WorJcmanship within that time, we agree 
to put the same in good repair at our Manufactory, or replace it with another of 
the same quality. 

ESTEY ORGAN COMPANY, 

^ 9 
(See page 13 .) MANUFACTURERS. 































































W. H. PALING & CO 

356 George Street, SYDNEY, 1 
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